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Mile after mile he kept
staggering on, toward—
where?
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yacts crackled against the wall like hail.

“Come on—" Jacot screamed.

He headed straight for the wall from
vhich the shots came. It was, in fact, the
afest course, for there was no cover in
he yard, the doors were barred, and it
vould have been madness to run back
ipon the inclined way to drop to safety
wutside. Well, Fremont thought as he
alloped with the rest, we know that
here is one automatic here!

He gained that wall, hugged it. And,
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“We slow distill for flavor prime,
So ask for M & M next time—
You'll find its price is lower
than its flavor indicates !”

| of whiskey we
11!

n famous down

more than 60
sinted with its
ed flavor today!
' favorite bar or

ore

 Price!

whiskey:
altimore.
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“Yes, Mr. Moore,
Yes, Mr. Moore,
And our M & M their
judgment vindicates ...






EPUB/image_0014_00.jpeg





EPUB/image_0006_00.jpeg
One of the thick
planks soon Tt

splinter’ed ceo

HE replacement men from the
regimental depot at Meknes had
lined up in the center of the vast
yard of the barracks at Dar-Makhzen,
Morocco. Twenty-two Legionnaires,
very trim in their new khaki uniforms,
waists swathed by the blue sashes, faces
tanned and rugged beneath the rigid
peaks of the white-hooded képis. The
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Here at my*school you can get your traine
ing with very little money. ‘eMy pay after
graduation plan” lets you get training first 7 .
~—then pay for it in easy monthly pay- 298

ments starting 60 daysafter you graduate. Hereis your
opportunity to prepare for a steady better pay job.

YOU “LEARN BY DOING”

S ON REAL

§/ 9 ELECTRICAL
N EQUIPMENT

VYou don't need advanced education or
previous experience. You train with tools,
not books, on éctual electrical equipment
in the Big Coyne Chlcn&o Sgopn.
FIRST you are told how to do a thing—
THEN ¥you do the jobs yourseif.

Earn While Learning

If you need part time work to hﬁl:a pay
living nses, my Employment Depart-
ment will help you.

i Job Help After Graduation

After you graduate, you get FREE Lifetime Employment

rvcz ufd Life Membership with privilege :'evlew
w ? enables you to keep up with new developments in
the industry.

Let me send you my FREE Catalog about this quicker,
easier way to prepare for your start to a better pay job.

DIESEL, AIR CONDITIONING

ELECTRIC I 1% t
REFRIGERATION

Training in these
important
branches of
electricity Now
Included At No

Extra Cost B

MAIL THIS COUPON NOW!

SeoseeesreseerTERERERERERREEDRBDDD
H. C. Lewis, President

COYNE ELECTRICAL SCHOOL

5§00 S. Paulina St., Dept. C9-76, Chicago, Iil.

Please send me your free catalog and details of your ““Pay
After Gtaduatiol‘l”q Plan, and the unusual offer you gow have.
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NOTE—We offer this department to
those of ‘our readers who wish to get in
touch again with friends or acquaint-
ances separated by years or the fates.
For the benefit of the friend you seek,
give your own name and full address if
possible. All inquiries along this line,

unless otherwise designated, will be con-
sidered as intended for publication in
full with inquirer’s name. Please notify
Adventure immediately should you estab-
lish contact with the person you are seek-
ing. Space permitting, every inquiry ad-
dressed to ‘“‘Lost Trails” will be run in

three consecutive issues.

Wanted—address of Pearl Halligan West
or children, L.eo, Charles, George or Iona.
Also Jessie or IHugh Cooper. All lived in
Omaha, Neb., 1922, formerly of Fort Dodge,
Towa. Write to Blanche Mathis, 715-10th
Ave., Seattle, Wash.





